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April 6, 1800 814 

cation with the shore, and the Italian authorities here released the ves- 
sel after a thorough fumigation with sulphur. 

The British steamship Glenlochy, from Singapore, Penang, and Port 
Said, arrived here March 14. Her living apartments only were treated 
with chloride of lime. There were 15 bales of hides and 216 pieces of 
buffalo skins on board invoiced for New York. These skins were accom- 
panied by a certificate of disinfection in accordance with Department 
Circular No. 181, 1895, issued at Singapore February 7 and signed by 
Dr. Tunzelmann. 

Eespectfully, Eupert Blue, 

Passed Assistant Surgeon, U. 8. M. H. 8. 
The Surgeon General, 

U. 8. Marine- Hospital Service. 

Report from Naples. 

Naples, Italy, March 21, 1900. 

Sir : I have the honor to report that for the week ended March 21, 
1900, the following ships were inspected : 

March 16, the steamship Aller, of the North German Lloyd Steamship 
Company, bound with passengers and cargo for New York. There 
were inspected and passed 31 cabin and 675 steerage passengers and 52 
pieces of large and 575 pieces of small baggage. One hundred and 
thirty-four pieces of baggage were disinfected by steam. 

March 17, the steamship Patria of the Fabre Line, bound with pas- 
sengers and cargo for New York. There were inspected and passed 1 
cabin and 1,176 steerage passengers and 60 pieces of large and 1,300 
pieces of small baggage. Three hundred and fifty six pieces of baggage 
were disinfected by steam. 

March 17, the steamship Manila of the Italian General Navigation 
Company, bound with passengers and cargo for New York. There 
w< re inspected and passed 1 cabin and 726 steerage passengers and 
40 pieces of large and 956 pieces of small baggage. One thousand one 
hundred pieces of baggage were disinfected by steam. 

March 21, the steamship Augusts Victoria, of the Hamburg American 
Line, bound with passengers and cargo for New York. There were 
inspected and passed 162 cabin and 665 steerage passengers and 130 
pieces of large and 790 pieces of small baggage. Sixteen pieces of bag- 
gage were disinfected by steam. 

The work of the station for the past week has been enormous. In 
order not to delay the departure of the steamship Manila, the disinfec- 
tion of the baggage was continued nearly the whole night previous to 
her departure. This steamship had on board on her arrival here about 
five hundred steerage passengers, which had been embarked in Sicily. 
These were taken ashore here and carefully inspected. Several cases 
with fever were found, but none of them resembled smallpox ; but for 
safety's sake they were detained here. The entire baggage of the 
Sicilian passengers was taken ashore and disinfected. 

The greater portion of the baggage has been disinfected at the quar- 
antine station of the Italian Government. The station is well equipped 
for steam disinfection. 

No farther cases of smallpox have been detected among the pas- 
sengers inspected here. 

Eespectfully, Victor G. Heisee, 

Assistant Surgeon, U. S. M. H. 8. 

The Surgeon-General, 

TJ. 8. Marine- Hospital Service. 



